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St. Mary’s Hospital 

In 1963, the St. Mary’s Hospital buildng at 435 S. Webster Ave. was for sale after the hospital moved to Sha¬ 
wano Avenue in late 1960 at the request of the Diocese of Green Bay to provide hospital care on the city’s west 

side. An apartment complex now stands on the site. 

» Order a reproduction of this and other photos from the Neville Public Museum of Brown County at 

http://photos.nevillepublicmuseum.org. 
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The site of the old 
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